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Zo the ^ra^c ani> ipublic: 



We sold boilers a number of years — a great many of them 
~ l(j a great many different people — which gave more or less 
satisfaction. 

W'e listened to our customers find fault with something 
about this boiler — or that b(jiler — and occasion illy s i\ some- 
thing good about something about them. 

Last year we decided to make a boiler of our own — that 
would have nothing about it our customers have found fault 
with in others — but to have everything they had said good 
things about — and lots of (Kher things no other boiler has. 

The result w 



and more than met our most sanguine expectations. 

Never in the hist(;ry <'f heating boilers has one sprung so 
rapidly in public favor, and given such universal satisfaction as 

the Mtncbcstcr. 

Our IJoiler i> .^ ii^ii ulc u entirely of the best grade of 
cast iron, in the most thorough and workmanlike manner, has 
all lathe turnt > joints, is easily operated and kept clean, 

economical in fuel, thoroughly guaranteed, and in every respect 

th'- \' I I .1 PkRKKC HON. 



Minchc6tcr 



WHICH HAS PROVEN AN 
t UNQUALIFIED SUCCESS. 



SMITH & WINCHESTER CO. 



I. iS.)5. 




THE WINCHESTER — FOR STEAM. 



V affords us the greatest pleasure to present you 
our 1895 Catalogue of the I'QlUCbCStCr, 
.111(1 trust that tlie Heater will meet with your 
approval, both in reference to construction and 
price. In designing this Boiler, we kept con- 
stantly in mind principles which we believe 
should be embodied in the construction of a 
perfect heater, and are confident the TldlUCbCStCr will prove 
satisfactory, both to the fitter and user. 

W'v hardly think it necessary to publish a chapter showing 
the superiority (jf steam or hoi water for warming buildings, as 
this fact is universally conceded. 

As to the relative merits of steam or hot water fur artificial 
warming, opinions differ. Hither system, with a good heater^ 
radiation properly proportioned, and erected properly, will invari- 
ably prove highly satisfactory. 

We make the XUlUCbCStCr for both Steam, Hot Water, or 
the C ombination System, to suit the individual taste or preference 
of the purchaser. 



The TKHlUCbCStCt is so simple in construction, and the 
special features so clearly shown by our illustrations, that a lengthy 
detailed description seems unnecessary. We, however, give the 
following brief 

^--GENERAL DESCRIPTION. 

It is conceded by all heating engineers, that the best and 
most efficient heating surface in a boiler is that upon which the 
fire shines. 

As will be observed by examining cut on page 8, the fire-pot 
is constructed with deep corrugations, around and over the fire, 
presenting fully one-third more surface, backed by water, exposed 
to the direct radiant heat of the fire, than if constructed without 
these corrugations. 

The actual circumference of our No. 12 fire-pot (18-inch grate) 
is 74 inches, while the circumference of an i8-in circle is but 56^ 
inches. It will be seen the 'JHUlUCbCStCr has fully one-third 
more surface around the fire, than were it constructed with the 
sides of the fire-pot smooth, thereby greatly increasing the heating 
surface around the fire and consequently the efficiency of the 
heater. These corrugations present very little surface against 
which the coal lies, and the danger of chilling the fire is avoided. 
They also provide for a free circulation of air, at the edge of the 
fire, insuring perfect combustion and great economy of fuel. 

Beginning on a line with the bottom of firing door, and meet- 
ing in center over the fire, are heavy corrugations, having openings 
between each one, through which the products of combustion rise. 
By this form of construction, the surface is increased one-third 
over the ordinary form, exposing the largest possible area to the 
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THE WINCHESTER — FOR HOT WATER. 



direct radiant heat of the fire. The form of the upper sections is 
clearly shown in the engraving and needs no furtlier description,, 
the fines being staggered in the alternate horizontal sections, so that 
the products of combustion take a sinuous course and part very 
completely with their heat to the water. 

DURABILITY. == 
The XRHiUC better is constructed entirely of the best quality 
of cast iron, and will last a lifetime. 

SAFETY. ^ 

The XRHinCbCStCr is tested at 80 pounds hydrostatic pres- 
sure to the square inch before shipment. 

CLEANING. » 

Every part of the XRHtUCbCStCr is easily accessible for 
removing soot and dirt, and can be thoroughly cleaned in a very 
few minutes while in operation. 

=^ =rTHE GRATE.= ^ 

The 'CdlUCbCStCt is provided with an anti-clinker rocking 
and dumping grate, which may be operated with the greatest of 
case. In case any part should give out, it can be readily removed, 
and repaired. 

r TRIMMINGS. 

The trimmings on the Tl'CliUCbC6tCr for Steam are air nfcfcef- 
plated, of very best quality, including a red line water glass. 
The door knobs and hinge pins are also nickel-plated, 
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===== BRICK SETTING. - 

Our illustration on page 12 shows manner of brick-setting our 
XmiinCbCStet Boilers. The frame, as shown in cut, can be 
attached to any of the Portable Boilers, for brick-setting. The 
results are very satisfactory both in looks and in accomplishing the 
end desired. We can say, however, that all who have used the 
llSliUCbCStCt without brick-setting are well pleased, and find no 
need of the extra expense. Remember the brick-setting can be 
made at any time, no change of Boiler required. 

= — =ASBE5T05 COVERING. 

When customers are desirous of covering their boilers with 
asbestos, we can furnish a ring to be placed on the base of the 
boiler, extending from the sides two inches, for supporting the 
covering. 

=== CLINKER DOOR. === 

The llGliUCbeStCr is provided with a clinker door, which 
permits of cleaning the grate thoroughly, without dumping the fire. 

=— CHECK DAMPER, = 

The TKHinCbeSter is provided with a check damper, or 
deflector, w^hich is placed on top of the heater, and can be operated 
80 as to partly close the flues through dome, and retard the draft. 

= ALL SCREW JOINTS. 

The sections of the XliUlUCbCStCr are all connected with 
close nipples (cast iron), and are guaranteed to never leak. 
No packing or cement is used in water connections. 
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WINCHESTER ANTI-CLINKER ROCKING 
AND DUnPINQ GRATE. 



^ — ^FIRING TOOLS, 

We furnish a complete set of firing tools with the IliUlU* 
CbC5tCt» consisting of Slice-bar, Scraper and Coal Shovel. 

— ■ TAPPING, 

All sizes of the TKHlUCbCStCr have three openings tapped 
for supply, each nearly the full capacity of the boiler. This idea, 
we think, will meet with the approval of the fitter, as he can run 
')ne or more mains to suit the requirements of the case, and from 
the most convenient point. 

The fire-pot section is also tapped in three places, one on 
each side and one in rear, so that the heater may be set close to 
cellar wall, or either corner, with opening exposed for returns. 

======= ERECTING. 

The MinCbCSter can be set up, all ready for taking 
measurements for piping, in five minutes, as there is only one 
close nipple to make up on the Hot Water, and two on the 
Steam Boiler. 

= - HOW SHIPPED. — 
The TKIlinCbeSter Hot Water Heater is shipped with all 
sections above fire-pot made up. The Steam is shipped in same 
manner except the dome, or top section, is not connected. 
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TABLE OF SIZES, DIHENSIONS diib pR|Ct£5 



The. 

Winchester Boiler for Steam. 

Portable or Brick-set Styles. 



Ml lUDCQ 


1^ ^ 


8 


12 


16 
21 


20 

24 


24 


28 


Diameter of Grate, in.. . . 




16 


18 


27 


30 


Extreme Height in 


50 

1 « 


60 


60 


62 


62 


64 


64 


xxcigiiL ui *T aier j-iine, in. . . 


50 


50 


62 


62 


52 


62 


Outside Diameter, in 






24 


26 


29 


32 


35 


38 


Number of Outlets.. 


4 


4 


4 


4 


4 


4 


4 


Size of Outlets, in 


2 


2 


2 


2 


2i 


3 


3 


Size Return Inlets 





U 






2 


2 


2 


Diameter of Smoke Pipe, in. 


6 

400 
140 


6 


7 


8 


8 


9 


9 


Number Brick Required. . . . 


600 


550 


650 


760 


850 


1000 


CAPACITY 


180 


226 


350 


600 


650 


850 


Shipping Weight 


875 
$100.00 


1050 j 
$120.00 


1160 


1475 


1700 


2000 


2350 





1160.00 


$210.00 


$250.00 


$290.00 


$340.00 



NOTICE. 

Stintr ^^^^'"'^•"de trimmings and firing tools. 
Rafngs are for direct radiation, with pipes uncovered. 



TABLE OF SIZES, DIMENSIONS Arm PRICES 

OK 

The Winchester Boilers 

For Hot Water 



Portable or Brick-set Styles. 





3 


5 , 


:t 


17 


21 


26 


29 




It; 


10 


18 


21 


24 


27 


30 




45 


64 


r,\ 






58 


58 




24 


24 


2h 


2' J 




35 


38 


Number of Outlets 


I 


t 


4 


4 


4 


4 


4 










2i 




3 


3 


Number Return Inlets. . 






;{ 


3 


3 


3 


3 




1 2 


2 


2 


2i 


2J 


3 


3 


Diameter of Smoke Pipe, in. 


G 


6 


7 


8 


8 


9 


9 


Number Bricks required. . . . 


400 


500 


560 


650 


750 


850 


1000 




225 


300 


400 


525 


760 


1000 


1350 




750 


900 


1050 


1300 


1400 


1850 


2050 




$90.00 


$110.00 


$140.00 


$190.00 


$230.00 


$270.00 


$320 00 



NOTICE. 

The above prices include firing tools. 

Ratings are for direct radiation, with pipes uncovered. 
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TELEGRAPH CODE 

FOR ORDERING 

WINCHESTER HEATERS. 



No. 4 
No. 8 

No. 12 

No. 1 6 
No. 2 0 

No. 24 . 
No. 28 . 



STEAH, 



Viola 

Agnes 
Orace 

< l.ARA 

Klsie 

IfELEN 



No. 

No. : 
No. 2 
No. 29 . 



HOT WATER. 



. John 
Harkv 
Frank 

1 foWARD 

Henry 

1 f AROLH 
<^jEORGE 



SHIPPING DIRECTIONS. 



Ship via Express Express 

Ship via Freight Freight 

Ship via Water Sml 

Ship via cheapest route Rail 

Quote prices by wire on Pixe 

Quote prices by mail on y^ yi 

Have you in stock Oak 

How soon can you ship Birch 

When will you ship order dated Maple 

Have you shipped our order dated Cedar 

Trace by w^ire our order of Ebony 



- ANSWERS. = 

We have in stock and can ship immediately on receipt of order, Plum 

Your order of ^ — was shipped Pear 

Will trace by wire as requested Peach 

We can ship in Cherry 

Please reply by wire at once Prune 

Please send shipping directions Grape 

Free on board cars Apple 

Full particulars by mail today Fig 

Order received, will ship at once Orange 



====== NOTE. ^ 

Unless Brick-set style is specified, we will assume Portable 
style is wanted. 
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THE DETROIT 

.-. ORNAHENTAL FLUTED RADIATOR 



The Radiator shown here is known as 
the Ornamental Fluted design ; and, in 
the case of the standard height, which is 
38 in., contains 4)3 square feet of 
heating surface in each loop or section. 

The width across the feet is S}4 in., 
and the length 2}f in. for each loop 
or section. Besides the standard height 
above referred to, this Radiator is made 
45, 31, 25 and 20 in. high. 



-THE NATIONAL RADIATOR. 



The standard height is 38 in., and 
contains 4 square feet of heating surface 
to each section or loop. 

The width at feet is 8>^ in., and the 
length may be estimated by allowing 2 /2 
in. for each section. These are also 
made in the following heights: 45, 32, 
26, 23 and 20 in. 



We can furnish any style or make of 
Radiators at lowest market prices. 
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THE PERFECTION RADIATOR- 




The standard height is 38 inches, and 
9)^ inches wide across feet ; the width 
of loop is 7^ inches, Each loop or sec- 
tion contains 4 square feet of heating sur- 
face, and the length is 2^ inches for 
ever}' loop. 

This Radiator is also made 45, 32, 26, 
23 and 20 inches high. 



THE NATIONAL 



SINGLE COLUMN RADIATOR 



A new and popular design, The standard 
height is 38 in., and each loop contains 3 square 
feet of heating surface; the width at feet is sj4 
inches, and the length of Radiator may be es- 
timated by allowing 2^ inches for each section. 

This Radiator is also made in 32, 26, 23 and 
20 inches high. 

AAA 
AAA 

We can furnish any style or make of Radiators 
at lowest market prices.. 
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DETROIT FLUE RADIATOR. 




For Steam or Hot Water. 

Kach Section is 12;^ inches wide 
and is made 20, iS, 16, 14, and 13 
inches high. 



ITALIAN FLUE RADIATOR. 



For Steam and Hot Water. 

Each Section is 8^ inches wide and stan- 
dard height, 38 inches. Contains 7 square 
feet of heating surface. Also made 32, 36 
and 20 inches high. 
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UNION RADIATOR 




22 A 




11 H 



May we not justly feel proud at the remarkable success of 
our efforts in placing on the market a heater that without a 
single exception up to date has not failed to do all we claimed 
and represented. We have a tiattering report of every boiler 
sold, but as all are as one in their general expression, we pre- 
sent but a few for your kind attention. 

You will notice, PIctity of heat with little fuel, easy to 
take eare of and adjust^'' are claimed by all ; what more valu- 
able points can a heater possess? 

You will make no mistake in buying a "Winchester." 
Yours faithfully, 

SMITH c\: WINCHESTER CO. 



HASSACHUSETTS. 



Well Pleased ; Strongly Recommends the ** Winchester." 

Fall Rivkr, Feb. 20, 1S95. 
Smith Wl\ciiester Co.: — Gentlemen, — I am well pleased with 
your boiler, Xo. 28, and strongly recommend it. It is very economical in fuel, 
and perfectly easy to manage. Yours respectfully, 

L. O. MASSICOTTK, Pastor St. Dominic's CJiurch. 

Well Known in His Section as Handling Only the Best. 

FiTCiiBURG, Mass., Feb. 18, 1895. 
Messrs. S.Mn ii \Vi\ciikstkr:—6'.'////6'///6v/,— Regarding the "Winchester 
Boilers," which we have placed, thus far have heard them spoken of in most 
complimentary terms. I will give you a list of them. Wishing you every suc- 
cess with your new product, I am, Yours, etc., 

C. M. PARK.S. 
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House at Zero Weather, Seventy -six Degrees. 

23 Granite St., Taunton, Mass., Feb. 19, 1895. 
Smith & Winchester Co.: — Dear Sirs, — I put in my house a Xo. 5 
"Winchester Hot Water Heater," and am heating 6,425 cubic feet in zero 
weather to seventy-six degrees, and it is giving entire satisfaction. 

W. H. BUTCHKK. 

Economical, Easily Managed, Plenty of Heat. 

ROXBURY, Mass., Feh. 11, 1 ^^3. 

Smith & Winchester Co.: — Gentlemen, — I have found the Xo. 17 
" Hot Water Winchester Boiler," now in my house, entirely satisfactory. It is 
economical in fuel, easy to manage, and what is fully as much desirable, heats 
my house perfectly. Sincerely yours, 

( . C. EMERV. 

A Small Size to be Sure but Then . 

Pembroke, Mass., Feb. i8, 1895. 
Messrs. Smith & Winchester Co. : — Dear Sirs,— I have a" Winchester 
Boiler" Xo. 3, purchased for me by G. E. Bickford of Pembroke. The boiler 
is doing fine work, and I am more than pleased with it. I can heartily recom- 
mend it to all who may need a boiler, as being first class in every respect. 

Respectfully, Dr. J. G. ROBIXSOX. 

We Consider This a Valuable Card. 

Boston, Jan. 28, 1895. 
Messrs. Smith & Winchester : — G^^-^/A-wtv/, — Replying to your favor 
of the 26th, regarding the Winchester Boiler," would say that I have used 
several of these boilers during the year in houses controlled wholly or in part 
by myself, and they have given our tenants perfect satisfaction in every respect. 

Yours very respectfully, E. R. PIERCE. 

Winchester Works Nicely Where Others Did Not. 

Pittsfield, Mass. 
Smith ^: Winc iilsilr Co.:-.£>ear ^y/rj, — Having experience with a 
steam boiler that did not work satisfactorily, I deemed it advisable to change 
it, and decided on your " Winchester Boiler " to take its place, and am more 
than pleased at the change, as it is so easy to manage and economical in con- 
sumption of fuel. p BARX FATHER. 

Customers Satisfied at Holyoke. 

HoLYOKE, Mass., Feb. 26, 1895. 
Smith & Winchester Co. :~ Gentlemen,— Your inquiry as to the merits 
of the " Wmchester Steam Heater" is at hand, and in reply will say that the 
few we have set in Holyoke seem to meet the requirements nicely. They 
respond quickly, and thus far have as yet to hear of the first complaint. 

Yours, etc., LYMAX & KELLOGG COMPAXY. 
24 



Economical and Underrated. 

BosroN, Mass., Feb. 20, 1S95. 
Smith & Winchester : — Gentlemen, — Regarding the Xo. 5 *' Winchester 
Heater" which I have in my stable at Brookline, I wish to say that it is very 
economical in fuel, and its heating capacity is underrated, rather than over- 
rated. Can freely recommend it. 

Vours truly, >». II 1 ' , ' ' \ 

Economical and Satisfactor 

172 High Street, Boston, Ma-^.>., I ch. Ju, v^^jy 
Smith & Winchester Co.: — Dear Sirs, — I am pleased to say that 
the No. 5 "Winchester Heater," put in my private stable at Brookline, gives 
good satisfaction, and is an economical heater on fuel. I can endorse it as one 
of the best methods of heating. Vours truly, 

S. A. WOODS. 

Economical, Simple, Good Heater. 

Lowell, Mass., March S, 1S95. 
Mr. Wildes : — /^frtrAV, — The " Smith & Winchester Steam Heater" 
you put in for me last November, gives perfect satisfaction. It is a good heater, 
exceedingly simple in its action, and very economical in the use of coal. I 
would gladly show or recommend it to any one you may send to me. 

Vours truly, NELSON BROWN. 

Economical and Satisfactory. 

BosnjN, Mass., Feb. 25, 1895. 
Messrs. Smi i h <S: Winchester Co.: — Gentlemen,^ Regarding the No. 
5 Heater that you put into my private stable at Brookline, would say, the same 
has been in operation since last fall, and has proved to be economical in the 
use of coal, and has given complete satisfaction in every way. 

Vours respectfully, THOMAS D. BLAKE. 

Economical and Easy flanaged. 

Marliioro, Mass., Feb. 18, 1895. 
Smith & Winchester Co. : — ^/W,— In reply to yours of recent 
date, would say, that the " Winchester Boiler " is giving good satisfaction 
wherever in use ; very economical, easily managed and perfect in combustion. 
My patrons speak very highly of it, and in my opinion, it is destined to be a 

leader in the market. Vours truly, ^ . ^ 

C. O'GRADV. 

One of Many in Same Section. 

Salem, Mass. 

Mr. F. A. Wendell : — Dear ^V>,— The N chester Hot Water 

Heater" placed by you in my residence, works to pertcLtion, and through the 
recent severe weather, have found no ditticulty in keeping it at any desired 
temperature. It is easily managed, economical of fuel, prompt ion, 
and is giving entire satisfaction. 

Yours very truly. WW. M.l ! 



Mr. Whitmarsh has Sold Several at Taunton. 

Taunton, Mass., Feb. i8, 189;. 
Messrs. Smith & Winchester Qo..-D,ar S/rs^-^We desire to sav 
last fall late in the season we took the agency of the " Winchester Hot Wate'r 
Heater," and all that we have set are giWng entire satisfaction. 

I. F. WHITMARSH. 
Ought to Know, Has Tested Several Kinds, 
c 0 HA.'fOTER, Mass., Feb. 19. iS9v 

Smith & Winchester Co. : - c7../w,,_i am perfectly satisfied with 
he .nchester BoUer » which I put in for myself last fall. I 'put in seve^l 
kinds for other people, but I believe the " Winchester " to be one of the Lt I 
have seen. Vours respectfully, 

C. A. PETERSON' 
Mr. Jones at Reading has One. 

>r o Reading, Mass., Feb. 20 iSoc 

Messrs. Smith & Winchester Co • // 

g-d to the Winchester BoUer." Z '^^"ZI^^T^ '^X 
set one Xo. 9 Hot Water, for Mr. Oren Jones, and ItweTsaLe^ wla 
tr)' and secure a letter from him. =>a"soea. u m 

Vours truly, g. S. TUKEV & SOV 

Works Well and No Care. 

Mr GEORrp T HoLLiSTON, Mass., Feb. i6, 1S05. 

-ur. LrEORGE L. ^^ ILKINSON :— Z)e72r 9/> TKo a w^. , 

its work wen, and requiri butTi.tt cte " " 

Vou..veo, truly, c. B. WOODSUM. 

Mr. Becker has Rightly Named It. 

the value of your header mI k ~ ''~ ' ^"^^'^^''^ recommend 

less coal than hereX lld ke^ ''""k^"' satisfaction, for I am burning 
-.hout^.^,.^, J- -<^;-P^-^ Ho-^warm all through the ni.ht" 

Very truly yours. .AUGUST BECKER. 

Economical and Little Care. 

> 'na.. Winchester Co ^""^'''"'■-'-^ Feb. 4, ,$95. 
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Keeps Music Store Warm. 

FrrciinuRC., Mass., Feb. 25, 1895. 
Smith »i. Winciikstkr Co.: — GentUineu, — I am pleased to add my 
testimony in favor of the " Winchester Boiler." Have used one quite a num- 
ber of months for heating my store, and find it very satisfactory. Shall be 
pleased to give it a good word at any time, and also for Mr. Parks, your agent 
here, for the very satisfactory manner in which he has done the work. 

Respectfully, J. F. CIIAFFIX. 

Warm Home at Beverly, riass. 

Bkvf.ri.y, Mass., Feb. I, lS(;5. 
Mr. F. A. Wkxdell: — Dear Sir, — Regarding the hot water heater you 
placed in my house some time ago I will say that it works to perfection, and I 
now know what it is to have a warm house. I believe that steam or hot water 
is the proper heat for the house, and would recommend the " Winchester Hot 
Water Heater," as all right. Yours respectfully, 

(". A. HURl). 

From Steam Fitter at Lynn. 

45 Andrews St., Lv.w, Mass., March 2, 1895. 
Messrs. Smith c\: Winchester : — Gentlemen,^ In answer to your request, 
as to the working of the " Winchester Steam Boiler," would say, that it is giving 
good satisfaction to parties using' it, as to heating and economy of fuel. I 
recommend the boiler for house heating, as a good reliable article. Parties 
using the same are Samuel T. Patterson, Salem, and C. W. Williams, Lynn. 

Yours, J. H. CURRV. 

Economical, Easily Managed at Gt. Barrington. 

Gt. Barrington, Mass., Feb. 26, 1895. 
Messrs. Parrish 1;k.... ; - oV////*'w^';/,— The No. 1 2 " Winchester Boiler " 
which you placed in the residence that I now occupy, has given me universal 
satisfaction. It warms the rooms to an even temperature, is economical in fuel, 
is very easily managed, and I can most cheerfully recommend the same to any 
one in search of a first class boiler. 

Yours respectfully, GEO. OSGOOD STKVKNS. 

Do Not Skip This One. 

Pittsfield, Mass., Feb. 18, 1895. 
Smii-ii Win'CHEstm i;entUmen,—^\i^ No. 20 "Winchester 

Boiler " lately set up in my hou.^c by your agents, Bovett & Noble, is working 
satisfactorily. I do not see how it could do its work any better. It is a quick 
steamer ; usually such boilers do not consume coal thoroughly around the edges 
of grate, but the " Winchester " does not let anything through that would pay 
for sifting. It burns it up clean. Any one with sense enough to shovel in coal 
and shovel ashes out from under a grate, can take care of it. 

Yery truly yours, MORSE. 
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Economical, Little Attention Required. 

Central Fire Station, Brockton, Mass., March, 4, 1895. 
L. K. Churchill : — Dear Sir, — Referring to your favor of recent date, 
asking me how I liked the " Winchester Boiler " which you put in for me last 
fall, would say, it gives me unqualified satisfaction. It requires but very little 
attention, furnishes sufficient steam to thoroughly heat my house, and con- 
sumes but a limited amount of coal. Yours truly, 

EDWARD J. BARRY. 

Simplest, Easiest and Quickest. 

Plymouth, Mass., Feb. 4, 1895. 
Smith & Winchester Co, : — Gentlemen, — I am much pleased with the 
heater I l)ought of you last fall. I must say that it is the simplest, easiest and 
quickest heater to set up that I know of in the market. Steaming qualities are 
good, very easy to run in every respect. I have covered heater and piping with 
magnesia covering, which I think makes a great saving in fuel. 

Yours, etc., ( Y. BRADFORD. 

Thirteen Degrees Below and Schoolrooms Warm. 

Weymouth, Mass., Feb. 18, 1895. 
Smith & Winchester : — Gentlemen,— The " Winchester Steam Boiler 
that I put in one of our six-room schoolhouses has done finely. During the 
last blizzard, when the thermometer dropped to thirteen degree below zero in 
our vicinity, each schoolroom maintained a temperature of seventy-two degrees 
in each room, when every other schoolhouse had to close on account of the 
cold weather. Yours truly, 

JOSEPH I. BATES. 
Easy as a Stove to Manage. 

58 PVanklin St., Haverhill, Mass., Feb. 20, 1895. 
Smith & Winchester : — 6^^«//^w^;/_I have one of your steam heaters 
in my house, and it gives me perfect satisfaction. It is economical in the use 
of coal, and is as easy to manage as any stove possibly could be. Have had 
two others previous to yours, which is supeVior to any I have seen, and can 
most heartily recommend the " Winchester Steam Heater." 

Respectfully yours, J. ?. BLAKE, J/. A. If. 

Stood the Test with Less Coal. 

E.\ST Pepperell, Mass. 
^ ^ " ^ " inchester Co. : - Sirs,- In reply to your letter, I would say 
I have set two of your boilers, one No. 12 and one No. 16. They are carrying 
all they are rated to carry. They have stood the test of the cold weather 
better than any other boiler I know, and with much less coal. I consider them 
the best boiler I have ever set, because they do more than they are rated to do, 
and do it easy. 

Vours truly, ^ ULOOD. 



The Winchester Never Minds Exposed Places. 

Rock, Mass., Feb. 21, 1S95. 
Smith cS: Winchester Co.: — Gentlemen^ — In reply to your letter of 
Feb. 1 5, it gives me great pleasure to say that I have found the Winchester 
Heater " very satisfactory indeed, although we have had very severe weather, 
and mv house is in a very exposed situation. It is the most convenient furnace 
to take care of that I ever handled, and reasonably economical of fuel. 

Yours very truly. JOHN MURDOCK. 

Several in Lowell, All Giving Satisfaction. 

Lowell, Mass., Feb. 4, 1895. 
Smith & Winchester : —(7^'«i^/^^«— The "Winchester Steam Boiler" 
put in my new house in Oakland, last fall, is doing very well, and we are very 
much pleased \s'ith it. It makes steam easUy, and keeps the house very com- 
fortable. My house is in a very exposed place, and yet we have no difficulty in 
heating it. I take great pleasure in recommending the " Winchester Boiler " 
to anv person who contemplates putting in steam. ..^^^ t^ttox-c 

J. EDWARD BUKjsb. 
Plenty Heat, Moderate Cost. 

North Adams, Feb. 16, 1895. 
Messrs. ^Miiii \Vi.\ iiK^ihk . — Gentlemen, — No. 4 " Win- 
chester " which was placed in my building last fall by the T. M. Lucey Plumb- 
ing & Heating Co., is fully satisfactor>-. It is heating my store and apartments 
wi^h scarcely any pressure, and at a moderate cost, and was agreeably surprised 
at the ease with which it is cared for, and I %vill cheerfully recommend it to 
all my friends. Respectfully, ^^^^^^^^^^ ^^^.^ 

Coming from the Pioneer of Hot Water Heating. 

East Boston, Feb. 18, 1895. 
^Mir:L 0. Win uh^.r.u « — Gentlemen, — "Winchester Hot 
Water Boilere " we have put in for Lewis Bumham, Le.xington Street, Real 
Estate Agent; Mrs. Joanna Hamdton, Falcon Street, residence; Mrs. M. 
\nder30n. Maverick Street, residence. In regard to testimonials from us, you 
may ^-rite one to suit yourself. We are perfectly satisfied with the boiler, and 
consider them as good as any on the market. , , - ^ „ c « ri^ 

Yours respectfully, H. CARRLTHLRs & CO. 

Bovett & Noble can Do the Same for Others. 

PinsFiELD, Mass. 
Smith & Winchester Co.:-G.ntUmen,- Having had a very disagree- 
able experience .-ith steam heat in my former residence, I was very much pred- 
judiced against steam for heating purposes, but as Bovett & Noble guaranteed 
satisfaction I gave them the contract for heating my new house using the 
"w^c^Jter Heater," and must say that I am con.-inced that it .nil heat my 
house as satisfactorily and economically as possible. , 

Yours very truly; E. J. COWELL. Plumhng &- Bu.lM.g Lufutor. 
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It stood the Test with Very Little Fuel. 

15 Brattle Sq., Boston, Mass., Feb. 16, 1S95. 
Smith & Winchester Co. : — Gentlemen, — I wish to offer my testimony 
in favor of the " Winchester Heater." During the past extra cold spell, we had 
opportunity to give it a very severe test, and it answered all requirements fully. 
Not only is it a first class heater, but it is a very economical user of coal, re- 
quiring to heat several large offices and hall ways, scarcely more than a cooking 
range. Very truly yours, 

L. K. LEWIS. 

Perfect Satisfaction, Little Fuel. 

132 Pearl St., Boston, Mass., Feb. 15, 1S95. 
Messrs Smith & Winchester Co.: — Gentlemen, — Replying to your in- 
quiry, as to steam boiler which you lately furnished me, would say, that I am 
very well pleased with it. It heats six rooms and hall in a perfect manner, and 
at two-thirds the cost of heating with stoves, which gave very poor satisfaction. 
Taking its efiiciency, together with the slight amount of attention it requires, I 
think it an excellent heater. 

Yours sincerely, JOHN' Ml'.KRILL. 

They are All Shipped the Same. 

Lynn, Mass., March 7, 1S95. 
Smith & Winchester Co.: — Gentlemen, — Regarding the "Winchester 
Boiler," we have to say that we are thus far very much pleased with the way 
the heater starts off, and we wish to make special mention of the way the 
machine goes together, and think this fact alone is a great point for it. If they 
are all shipped fitted as perfect as this one, we think they excel any boiler we 
ever handled on this point. Yours truly, 

GEORGE E. SLEEPER & Co. 
Economical and Simplicity Itself. 

Rochdale, Mass., Feb. 20, 1895. 
Smith Winchester Co.: — Gentlemen, — I have recently put in one 
of your steam heaters for a relative, and for the two months it has been run- 
ning, it has given great satisfaction. It is a very quick steamer, and is sim- 
plicity itself. Its large heating surface makes it very economical in the use of 
fuel, and very sensitive to regulation. These qualifications, with the easy 
cleaning and grate arrangements make it a very valuable heater. 

Yours truly, J. E. COMIXS. 

Small Winchester Replaces Large Tubular Boiler. 

PiTTSFIELD, Mass. 

Smith & Winchester Qq.: — Gentlemen,— 'L2,%\. October, Bovett & 
Noble of this city, placed in my residence here, one of No. 20 " Winchester 
Steam BoUers " to be used du" " g the chilly days of the fall and spring, I already 
ha\dng a large tubular horizontal boiler for extremely cold weather, and to my 
astonishment, I have no use for the latter. Your boiler has been sutticient 
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throughout the entire winter, and on some days the mercury fell to twenty 
degrees below zero, which speaks volumes for the " Winchester." I shall be 
most pleased to show the same to any one in want of an economical and easily 
managed boiler. O. W. ROBBINS. 

From a Valuable Customer and Friend of the Winchester." 

Cambridgeport, Mass., Feb. i6, 1S95. 
Messrs. Smith & Winchester Co. : — Gentlemen,— \m pleased to say, 
the ''Winchester Heater" you furnished me for heating my house on Channing 
street, is giving very satisfactory results, and after several months' use of it, I 
am satisfied that both from a mechanical and an economical standpoint, I can 
recommend it. Yours truly, 

BOBERT COWEX, Superintendent Boston IVoven Hose 6^ Rubber Co. 

When Below Zero Always Warm. 

HoLLisTON, Mass., Feb. 21, 1895. 
Mr. George L. Wilkinson : — Dear Sir,— I wish to say a word or two 
about the " Smith & Winchester Co. Heater" you put in for me in November, 
1894. I am much pleased wHth it. During the recent severe weather, when 
the temperature was below zero for five successive mornings, my house was 
always comfortably warm, and without forcing the heater. As you represented, 
it requires but little care, and gives entire satisfaction. 

Yours respectfully, W. P. PAGE. 

Quick Steamer, Easy to Take Care Of. 

Newburyport, Mass., March 6, 1895. 
Smith & Winchester Co.: — Dear Sirs-, — In regard to the No. 12 
Winchester BoUer," would say, that it was set for Mr. A. J. Brooks, of New- 
buryport. I am authorized by Mr. Brooks to say that he is well satisfied with 
the working of the " Winchester," and considers it a quick steamer and easy 
boiler to take care of. My experience with the " Winchester" is that it is the 
best boiler for house heating that I have seen. It generates steam rapidly, 
holds it well, and above all is easily cleaned and taken care of. 

Yours, OTIS L. KENT. 

Yes, They Are, but We do not Advise Overloading. 

HoLLisTON, Mass., Feb. 21, 1895. 
Smith & Winchester Co.: — Dear Sirs, — In regard to the "Win- 
chester. Heaters" I set up, would say, they are without exception giving the 
very best of satisfaction to those using them. They are the easiest boiler to 
set up I ever handled. I do not know of anything that could be added to 
them to make a more perfect heater. There is one thing I must add, and one 
that would be hard to find in any other heater, that is, they are not overrated, 
as I have two No. 12 Steam, and they are carrying sixty-eight to seventy-six 
feet more radiation than they are listed with perfect ease. 

Very truly yours, GEORGE L. WILKINSON. 



stood all the Radiation Claimed. 

E^'ERETT, Mass., Feb. 2c, i8q; 
Smith & Winxhester Co. : - (;.«//.„.„,_The " Winchester BoUe^ I 

ttthfn^^hT'^T'"' Of radiating surface attached 

to them that you claim m your catalogue it »iU heat, and when the jobs were 
tested It was very satisfactory to me and the parties I put the boUers in for I 
have been speakmg to the parties I put the heaters in for, and they claim they 
HLtel?"'™""' ""'^"'^ '■''^ P'^^-d-ith the "Winchester 

WILLI.^M E. McGI.VDLEV, St^an. anJ //at IVaUr Fitter. 
We Try to do the Same with All. 

^""-™-'^^ 'LLE, Mass., Feb c iSn- 
S.MITH & Wl.N-CHESIER Co. : — Gentlemen H,vi„ • ^' 

insome Of your steam heatet. I ha?et:n?;;:emrn'e:7^^^^^^^^^^ 
expected. They are very simple to set up, and are very mode'rite in c"al 
The heater is safe and easily managed ; it is clean and rr.„v ? j 

V ours respectfully, WIXTHROP HOXIE. 

"Winchester" Consumes Seven Tons Thirteen Tons. (?) 

that the " Winchester Steam Rnil " .-^'"^ ^ P'eased to mform you 

you guarantee Lr The! f " -^""^ satisfaction and does all 

fecolend it t the trid .Ts^t ^Ll'^f^'^T"^ ""^"'^^ ^''-"^ 

~. -d^u^i:::srtr^^ - is much 

I remain yours, 

Economical and No Trouble. 

^Miin V \\ , ^'^'^^^^'RY, Mass., Feb. iS i8oc 

WaterB^lUx: ;;rrpuiL-:r^T"'-^'^^ "Wincheslf^^ot 
than satisfactory in ev v r;r' " ^^c.„.b.r, has proven more 

and it is doing L work very eS' Th! "T" ""^^''^'^ *° 

sequently the heat is all Irted to th T'' ' ^°--<l' 

rooms is very pleasan It is vet eco„ "7- "1°'" """^ '''--phere m the 
Of running it no more't^ :Te~t" 1 ^""^ 
dust or gas. I can cheerfully recommend^h^.. w ^ "° annoyance from 
-shing to heat their dweUing ^h hot «tter W """"^ " ^"^ 

a., it ha. thus far proved better than aTticipaLd" ^'"^ 
Vours very truly. r ^ 

^ ^' ]■ P. LITTLE. 



Economical and no Trouble. 

Wkst Pkaijodv, Mass., Feb. 22, 1S95. 
Smith & Winchester Qo.\^Dear ^VVj, — The "Winchester Hot 
Water Heater " that I put in this winter is working very nicely. It seems to 
utilize every mite of the heat coming from the coal ; it is also very little trouble 
to take care of, while it will do a large amount of work, and respond very 
quickly to an open draft. It is so well supplied with check drafts to hold the 
fire that you can heat few or many rooms as you wish. It is also econom- 
ical in the matter of coal. Yours truly, 

K. ARTHUR NKEUHAM. 

Norwell is a Cold Place.— ♦♦Ton a Month." 

XoRWKi.L, Mass., Feb. 19, 1895. 
Smith & Winchester Co.-. — Gentlemen — I have been using one of 
your No. 9 Hot Water Heaters for the last four months, and am perfectly sat- 
isfied with the operation of it in every way, and during the excessive cold of 
the past week or two have had my house comfortable in every part. I have 
just used one ton of coal a month, and think the same amount of heat could 
not be got by any furnace, as our doors have been open all over the house. I 
can cheerfully recommend any one wanting a heater to try this one, and I am 
confident it will give entire satisfaction. I remain, 

Yours truly, GEO. GUSHING. 

A Recommend for W. K. & H. and the *♦ Winchester." 

Si'KIN(;iteld, Mass., Jan. 25, 1S95. 
Whitcomi!, Kirkham & Hazen : — Gentlemen, — Regarding the *' Win- 
chester Steam Boiler " which you erected for me in my house on Cireen street, I 
beg leave to say that the same has proven entirely satisfactory in every respect. 
The entire heating apparatus, as operated by this, thoroughly heats my house, 
is very efiicient, and I take great pleasure in recommending both the boiler and 
your good workmanship, which supplies the needful heat with great economy 
in the use of fuel, and requires very little attention on account of easy regulation, 

CHARLES C. CALL. 

Better Work and Less Care. 

Pemi!ROKk, Mass., P'eb. iS, 1S95. 

Smith & Winchester Co. : — Dear Sirs, — I am very glad of an opportu- 
nity to say a word in favor of the *' Winchester Hoiler." 

I recently purchased a " Winchester No. 3 " for Dr. J. G. Robinson, of 
Pembroke, Mass., to heat a building 100 .x 13 feet. He is very much pleased 
with it. 

I have seen various kinds of boilers in use, but find that the " Winchester" 
will do better work with less care than any boiler I have seen, and can cheer- 
fully recommend it to any one in need of a boiler, as the most economical and 
thorough worker in the market. 

\'onr. rr^pectfully, GK^>. K. TJCKFORD. 

33 



Bconomical, Easy to Handle, Keeps Even Fire. 



Everett, Mass., Feb. 29, 1895. 
Smith & Winchester Co.: — Gentlemen, — The No. 9 "Winchester" 
purchased of you is working to my entire satisfaction. I have 380 feet of 
radiation on it, and find that it keeps a very even fire, and the temperature of 
the house at all times is all that could be desired. It is economical in fuel, 
easy to manage and requires very little attention. The construction of the 
grate is such that it bums all the coal, and the smoke pipe is cold about all 
the time. You are at liberty to refer to me at any time. 

Mr. Serra PurcJiS^a We*¥^fet Winchester Sold, and He says He 
Made no Mistake. 

Melrose Highlands, Mass., Feb. 17, 1895. 
Messrs. Smith & Winchester: — Gentlemen,— HdiY'mg had one of your 
No. 24 "Hot Water Heaters," it gives me great pleasure to testify to its excellence. 
My house is situated on a high hill, and exposed on all sides, contains nine 
rooms and two large halls, with, wide staircase running to the roof, making a 
large area to heat. But \Wth your heater I have not had any difficulty in keep- 
ing a temperature of seventy-five degrees in all parts of the house, even when 
the thermometer registered eight degrees below zero, and this without forcing 
the heater. Wishing you great success, I remain, 

"^MMSWh Comfortab^tV^^U^ ^^RRA. 

Brook Farm, Holliston, Mass., Feb. 25, 1895. 
George L. Wilkinson, Esq. : — Z>^«r ^/>,_ Having decided to give up 
the use of stoves and substitute something modern as a heating apparatus, I 
decided to put in one of the " Winchester Heaters," and a No. 12 was duly 
installed in my house by you in December, 1S94. The job was done in a 
thorough manner, and it has fully satisfied me in all respects. The whole house 
IS now kept at a comfortable temperature at a cost in fuel that before only 
heated one or two rooms, and an entire absence of dust. I have used both the 
hot water and steam alternately, and each works with great satisfaction. It is 
certainly the best system of which I have any knowledge, and I can fully 
a-ecommend it. Yours truly, 

This Customer Satisfied; Try One, and Yod -v^ilf^ftf/^^^H^ 

^IlLFORD, Mass., Jan. 28, iSo?. 
Messrs. Smith & Winchester Co. : -Z^.^^ ^.>.,_Vour letter received, 
and m regard to the No. 12 Heater would say that I am more than pleased 
with the workings since it has been in my possession. As to erecting the 
heater it went together very easily indeed, and when ready to let the water on 
did not show any signs of a defect in any particular, and do not think in my 
judgment there could be any improvement suggested. As to the use of fuel. 



I say that I was happily disappointed, as I have not used any more coal than 
I would in running two ordinary parlor stoves, and have heated all the time 
five rooms since I put the heater in Nov. 25, 1894. As to the quickness in 
getting up team, by looking at the heater and examining the interior would 
convince any one that there could not be any better improvement made. See- 
ing is believing. It has given the best of satisfaction, and would not be with- 
out it at any price. Respectfully, 

More Commendable and^^o^'(^bJec^lona1>fe^^^ 

Pn TSFIELD, Mass., Feb. 21, 1895. 
Smith & Winchester Co.: — Gentlemen, — Having handled your " Win- 
chester Heater" for the last four months, can say that we are well pleased 
with it, and do not hesitate to say that it is the best heater that we have ever 
known, having the most good qualities without any objectionable points. We 
have no trouble to impress those wanting steam or hot water that the " Win- 
chester " is the best. Every heater put in by us has given perfect satisfaction, 
and our customers are all talking for us in favor of the " Winchester." We 
find the heater very easy to put together, economical of fuel, and it makes 
steam quicker than any boiler that we have ever seen. In fact, we congratulate 
ourselves on having the best heater on the market. 

P « Vours verv truh' ^ , oJ^OVETT, & NOBLE. 
From Massachusetts^ ^Wmter Ice Bouna Colony. 

Nantucket, Mass., Feb. 21, 1895. 
Smith & Winchester Co. : — Gentlemen, — I wish to testify my experience 
for the benefit of any one desiring a reliable and economical hot water heater. 
The No. 9 " Winchester Hot Water Heater" I bought of you Oct. 12, 1894, 
and which I erected in the residence of Mr. Frederick W. Paddock, Nantucket, 
has had a very severe test this winter, and I must say that it has proven itself 
to be a very economical and efficient heater. The sections being shallow and 
close together, allows the water to heat and circulate rapidly, saving a great 
amount of fuel. The heater being put together with screwed joints makes it 
very easy to erect, and less liable to leak, which is a very important point. I 
will close by saying that the " Winchester Hot Water Heater " has proven sat- 
isfactory to my customers. Respectfully yours, 

Thank you nr. Bradford, Glad Boiler Silit^ Yttti^^^"^ 

Georgetown, Mass., Feb. 23, 1895. 
Messrs. Smith & Wi.nchester : — t?^?////*';^^'^,— Wishing to express to 
you the complete satisfaction the " Winchester Hot Water Heater " has given 
me, I would say, that appreciating its superiority over those of other manu- 
facture, which I thoroughly inspected before purchasing yours, I cheerfully 
commend it to every one in need of a first class and economical heater. The 
construction of the heater is such that the rapid circulation means less fuel. It 
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is so easy to erect, and is ready to pipe in a few minutes. The deep corrugations 
around and over fire pot, are decided improvements, and a deep fire pot con- 
sumes ail the fuel, and I never find fire dead around the edges. The grate is 
the most simple and easiest to operate I ever saw. My rooms are from seventy 
to eighty (and house has no double windows), and do not have to open drafts 
but once a day. It has commended itself to several of my neighbors, who are 
contemplating introducing it in their houses. I strongly recommend the 
" Wmchester." Wishing you every success, I remain. 

Yours truly, 

O. V. BRADFORD. 
Seven Rooms with no more Coal than a Stove. 

, Salem, Mass., Feb. ii, 1895. 

• A- ^Vendell..— Z>.^. ^.>,-Vour letter received, asking me my 

that 7 1 I . "'T P^^^^^ - -P^y -ould saj 

that I looked over all the different heaters in the market before I saw yours 
and am satisfied that you have "THE Heater,"and theproof is by your com ng to 
my house and see for yourself, ^ 

on. ''^ x!"^ '""^ '^""^ <:°^' 'hat I used in mv 

stover"" "'^ '"S"' ^'"^ '^-''-''e - I did «Uh 

I am well pleased, and will gladly recommend it to any one. If you wish 

mey \Msh, and know they will put in a " Winchester.'^ 

Vours truly, 

C. E. MARIXER. 

Everybody »ho K„o». Hr. W.Mel, „„, Appr.ci.tt Thte. 

past month and th» ^ Heaters within the 

pasi month and the parties are more than pleased with them T xviii ^ 
their opinions in a few davs r m., f • 1* them. I will send you 

called on yesterday tJaTk how the h "P""" °' ""'^ '^^^^ ^ 

four stoves before The heZ t ^''^^ ^een using 

before it was pu in we we ^nearf ' ' ^^^'^ " 

all the drafts closed Ind Z d ?' ^^^'^^ death with 

radiator valve! Ihich "wol^ .le U lu U^^'^'r " 

I expect a large trade t^k ! ^ " ^^"^fi^^. 

who will gladly pay or 'v Id u''^' 

Which will'stand o„ L oln Lt ' "^"^ ^ P^^^" '° °- 

Very truly yours. p. Wr-M,,.,,,,,. 



••Knox" Them All. 

Chicopee, Mass., Feb. 5, 1895. 
F. H. Patrick, Esq. : — Z?^^r ^/r, — In regard to your favor of January 
21, requesting me to secure testimonials for the Winchester Boiler/' would 
say, enclosed please find an acrostic, which voices my sentiments in regard to 
same- Having had thirty years' experience in steam heating, I consider the 
Winchester " far superior to any I have ever use-f 

T he Winchester Boiler is surely t: 
H EATING APPARATL .S East or 
E Teiything used in its construction 

W arranted to be of the finest production. 
I nvaiiably pnmouDcez 

NicerestimoTiial^. ^v. , pos.ses^. 

C ■ iot Water or .MeanL, 

H - -ted, and now it would seem 

B asy f 1, to dioose one of the three, 

S ince - - , . ^g^^p » y^^^ |^ 

T o look fzr waste of rime, 

E ■ 

H 

B ^ that wiiat I hare tokl yoa » so. 

O ' - - 

I ' re just what they *ay. 

Ij ' * the past, 

E t 
H 

Tc . - 
H a-f 

B 
E 

S". - . - . 
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Satisfied with Mr. Clark and tlte^sWIWclllfJi^rffi,. 4, ,89-. 

Mr. A. W. Clark : — The " Winchester " hot water job that you placed 
in my house this past season, to heat nine rooms and a large hall, is a success. 
I am perfectly satisfied with the job, and with the " Winchester Heater." 

Vours truly, Mrs. GEO. TILDEX. 

From a Very Cold Svti99,T, Me., Jan. 28, ,895. 
Mr. A. K. Pierce:— .S-/>,— It U a pleasure to express the satisfaction 
given by the '• Winchester Hot Water Heater "which you put into our new 
parochial residence last fall. The principal reasons are its efficiency in heating 
and Its simplicity, it being as easily managed as an ordinary stove. 

Vours, etc., m. J. O'BRIEX. 

These Parties RecomiB^«,^^;(,.V^indH^t¥,^. 

SteiT^''"" Co. The "Winchester 

oZZ K T T ""^ ^°'"P='"y' I "^""^ider to be 

one of the best for the purposes for which it U designed, steam and hot water 
neatmg. Yours very truly, 

D. W. HOEGG & CO. 
You will have Still more l"q«,f^'j?gt,^ea|OB ,8oc 

some boo? ^o. : - Win 'you 'plel 's d' us 

some books and papers on your " Winchester Heaters." We have had about 
a do.e„ inqutnes about this heater, and will probably have a great nuler t": 

Hoping you can furnish these, we remain, 

Vours truly, HEXRV C. DAY & CO. 

Smith Tw" ^"""^ ^''^<^f^^mmo9^H3, 1895, 

VVe can not say too much in praise of it. 

Yours very truly, HENRY C. DAY & CO. 
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Seventy Degrees in Every Part of i^lhi^iJMoti^^ItinMaaiii iWcM^r. 

Smith 8c Winchestplr Co.: — Dear Sirs, — I put in one of y«>ur No. ^ 
♦* Winchester Hot Water Healers" la-st September, and am vcr>' much •)! 
with it. It has proved satisfactory in every way, and I have not had 
difficulty in maintaining the temperature at seventy de^'r 
house in the coldest day this winter. V'ours truls 

EIA\ Al-l ' i. < 'I 1.1 

Less Fuel, Best in Evary.kmp«a^ M. 

Smith & Win< iikstkr : — 6V///., \ i f f i i c ' f 
1 ve been from home this winter, hen* 
)' air use, but will say that the " WinLh- 1. ... i i .» : 
feet satisfaction. I have used, and had put in for other parties*. *cvcr.i 
boilers, and would say that this uses U-hh fuel, is (juickcr in ! l 
U the best in every way. f am sr)rry fur the di iay. 

,,,rs truly, ' " il'xM l.K. 

Knows a (iood ThinK when vlio >MAMjbt*Feb. i8, 1895. 

Smith c't Win< m .m k < .s(iuld cheerfully revoro- 

mend the Wiiu h. Nttr Si.Min 1 1 <>r to any I have had ex- 

perience with. I have given it > '•^r. In the coldest 

days had no difficulty in warminL; ' ^ P*^»'" 

fcctly satisfied with the » hoi. I have made, and v^oul >unt exchange 

it. N'oiii s t rnl', . 



From a Man 01 Much Kvpevicnfl^* 1 

Smith 9i Winchkstkr Co. : — 
the 15th. in regard to the " Winchcst 
has some of the best features, is as quick i 
attend, as any heater I ever saw I r .ni 
heater, you cannot say too much 

Respectful' KLDRFTIf MV-f 

Po\%eriul ll^tifcn,; AttMrfird 

Smith & WiN« nK^iFR c... — c,< wa'.w I h.iw 
Chester Hot Water Heater" put into my h.>use 
he and your representative recommended it to I 
any, and is a powerful heater, and very ea 
have seen yet, and I earnestly recommeml 
heat with hot water. Respectfully your*. 



3* 
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Will Vouch for the ** Winchester." 

FoxcROFT, Me., Feb. 24, 1895. 
Smith «Sc Winchester Co.: — Gentlemen, — In regard to your ' Win- 
chester Heater," I take pleasure in saying that as a practical, durable, fuel 
saving, quick and effective house heater, it is second to none in the market. 
We have had practical experience with a large number of different kinds of 
house heating boilers, and can vouch for the " Winchester" all the time. 

Vours, R. J. WIDDIS. 

Only Four Tons of Coal in a Cold Place. 

liRtwKR, Me., Feb. 20, 1895. 
Smith & Winchester Co.: — Gentlemen, — The No. 5 Hot Water 
Heater bought of you, and placed by S. H. Woodbury & Co., in November, 
1S94, is all you recommend it to be. It is easily managed, and a wonder in its 
heating capacity. I have burned four tons of coal since November 20, and 
my house has been warm throughout, and all inner doors open, as in summer. 
I would advise those in want of a heater to buy the " Winchester." 

Ver)' truly you I- GEORGE W. WHITE. 

Can Find no Fault. 

Belfast, Me., Jan. 28, 1S95. 
Smith & Winchester Co. .—Gentlemen,— I am using the " Winchester 
Heater." It is so easy to set up and so easily cleaned when the fire is on ; do 
not have to let the fire out to clean it perfectly, and it takes less coal to get the 
same heat than any heater I have seen. My customers are greatly pleased 
with them. They heat up in five minutes. I have had no fault found with 
the heater in any way by my customers. 

Yours respectfully, A. K. PIERCE. 

We are Modest so Leave the Name. 

IvoRYTON, Conn., Feb. 20, 1895. 
Smith & Winchester Qo. : — Gentlemen, — T\vq last of December I 

removed, for Mr. T. F. Rose, a boiler, and put in its place your - Winchester," 

which has given entire satisfaction, keeping the house at a uniform tempera- 
ture of seventy-five degrees, even during the last cold snap, when the ther- 
mometer was ten degrees below zero. I believe it to be a boiler that will sell 
on Its own merits. Yours respectfully, 

GEORGE E. BEHRENS. 
No Annoyance or Extravagance. 

Sidney St., Bangor, Me., Feb. 18, 1895. 
Smith & Winchester Co. -.-Gentlemen,- As one of your customers 
1 ^^1sh to say a few words about the working of your No. 5 " Winchester Hot 
ater Heater." Until last fall I knew nothing of the " Winchester " or the 
makers. \ onr agents, Cullinan Bros., came along, and wanted me to try one 
ot them. I had no special preference for this heater, but after listening to the 
^arguments of your agents, I concluded to give it a trial. I look after it myself, 
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and tind it in all respects as good as was claimed. I find no annoyance or 
extravagance in running it. There is nothing so complicated about it that a 
thirteen-year-old boy could not take care of. If I had another to put in I 
would put in the - Winchester." I found that mine did all your agents claimed. 
It is a Xo. 5, and heated my whole house. 

JAMKS MALOX, Conductor M. C. A\ A\ 
Hears Nothins: but Praise. 

Castine, Me., Feb. 4, 1S95. 
Smith Winchester CO. c a/.. ///. //,— I have used your hot water 
boiler this season, and find that it is giving such satisfaction that I listen to 
nothing but praise from the parties using it. I put in one Xo. 21 with about 
600 feet radiation. The house is a large old style architecture, the ceiling very 
high, rooms 16 x iS, the halls very large, the job work is very uniform through- 
out, and the house is perfectly warm in the coldest weather this season. I 
shall use your boiler the next season. 

Vours respectfully, A. W. CLARK. 

Greatest Heater of the Age. 

Rockland, Me., Jan. 12, 1895. 
Messrs. Smith Winchester Co. : — Ge/U/cmcn,— ! think I bought 
the first "Winchester" that came to our place, and I am more than satisfied 
with it. I think it is the greatest heater of the age, and much cheaper than 
other kinds of the same size. 

I have had it running a little over three months, and have not burned over 
a ton of coal a month, while the neighbors around me burned ten, twelve, four- 
teen, and even eighteen tons last winter, and then did not keep warm enough, 
Yours very truly, WILLIAM FARROW. 

From an Enterprising Firm at Old Town. 

()M) Town, Me., March i, 1S95. 
Smith & Winchester Co.: — Gentlemen,— W ^ have placed eight of 
your " Winchester Hot Water Heaters " this fall in various houses, and we 
must say we are delighted with their universally satisfactory operation. Our 
customers all tell us that they are perfectly delighted with the hot water heaters 
that we have placed in their various homes. They are economical of fuel, easy 
of erection, have a rapid circulation, and any servant can run them. You will 
see by the enclosed testimonials that we have stated it straight. (Read them, 
S. & W. Co.) Yours respectfully, 

GODFREY & ALLKX. 
If an ♦♦Old Town" it is up to Date. 

Old Town, Me., Feb. 20, 1895. 
Messrs. Godfrey & Allen. — Z>mr Sirs, — The No. 9 "Winchester 
Hot W^ater Heater " that you put in for me last fall, is giving the best of satis- 
faction. While the thermometer has been as low as twenty-three degrees belo7v 
zero this winter, and the distance the water is forced to some of my radiators is 
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seventy-five feet, the house has been warm and comfortable at all times. The 
heater does not require as much care as an ordinary parlor coal stove, and we 
shall bum oiCi'j five tons of coal for the season. 

Sincerely yours, J. N'- STOWK. 

Four More, Short but (t«Dtlire\NBQiltti., Feb. 21, 1S95. 
Messrs. Godfrey Allen: — Gentlemen, — The "Winchester, No. 9" 
which you put in for me last fall, is O. K. in every respect. 

Yours respectfully, A. B. LAKE. 

Old Town, Me., Feb. 21, 1895. 
Messrs. Godfrey & Allen: — Gentlemen, — The No. 9 "Winchester 
Hot Water Heater" that you put in forme is giving perfect satisfaction. It re- 
quires little attention and is very economical of coal. 

Vonr< tr.ilv. ROSCOE H. WING. 

Old Town, Me., Feb. 22, 1895. 
Mhs.sk>. KKV Ai.iJ N : — Dear Sirs, — The No. 9 " wSmith & 

Winchester Hot Water Heater "put in my house by you, has given perfect 
satisfaction. Very trulv, 

J. V. HINCKS. 
Old Town, Me., Feb. 22, 1895. 
Messrs. Godfrey 6c Allen : — Gentlemen,— The No. 17, " Winchester I lot 
Water Heater" purchased of you last fall has proved to be very satisfactory. It 

r«-MuirL'^ litilr attention and is a great saving of wood and cf)al. 

Kespectfully, I. I . SMI I H. 

home olhcr customers who couid say a good word for the ** Winchester: " 
E. K. Gould, Rockland ; E. D. Graves, Rockland. 



NEW HAflPSHIRE. 

Perfect SatisfactiqDi |i«tvClii»tioiTi^r«. H , Feb. 18, 1895. 
Smith & Winchester Co.: — Gentlemen, — In answering yours of the 
1 6th, will say, I used the "Winchester Steam Heaters" last season. They 
have given perfect satisfaction to my customers, and that is satisfaction to me. 

Yours very truly, F. I.. liRAV. 

Economical and Easy^ |tM<<?Mfl.. N. H., Feb. 5. 1895. 
Winchester Co.: — Gents, — '\'\\it "Winchester Heater" in 
my house is operating satisfactorily, heating well, and very economical to run, 
as far as using coal. It v. rv easily taken care of, with as little labor as any 
1 have ever used. Yours truly, 

W. H. ALFXANDKR. 
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Pleases Both Customer and SMieiQH ester, N. H. 

Smith & Winchester Co.: — Gentlemen, — In regard to the "Win- 
chester Heater," we used the same for James H. Reynolds, Grocer, and he 
says he is perfectly satisfied in every respect, and gives it the highest praise. 

As to ourselves, we must say that it works very satisfactorily, and heats 
very quick. 

^ ^ LARKfV V 'OXXORS. 

Read Mr. Voter's, ^ThtaiLTJil*.. il., 1 cb. 25, 1895. 
Mr. C. A. Voter: — Dear Sir, — Last fall I put in my shop one of your 
steam boilers, No. 12 "Winchester," made by the Smith & Winchester Co., 
Boston, Mass. I am pleased with it in every respect, and would cheerfully 
recommend it to any one in need of steam, and I think it would give them the 
best of satisfaction. Yours respectfully, j3j;>^^j O'YIS 

You are Entirely W^crrao,! jAto, 0«Jdihal»«lc. 20, 1894. 

Messrs. Smith & Winchester Co. :— C^^v/Z/t'/z/tv/,— Your " Winchester 
Hot Water Heater" is a Jim Dandy. I have both of them going and doing 
good service. I am sure I will have a chance to set up a great many more. It 
is the quickest and most economical heater, I think, in fact I know, on the 
market today. I can't praise it any too much. Thanking you for past favors, 
and wishing you success with your heater, I remain. 

Yours respectfully, M. J. COLEMAN. 

Customers at Portsmouth PleasenIr wttlirtl?€N'*.* IWJMiesiteiti^. 

Messrs. Smith & Winchester : —GV/z/A-wf//, —The boilers that I set last 
fall were all " Winchesters," and they have given such good results that I shall 
recommend them in the future in preference to all others that I have used for 
years past. One man (by the name of Grover). told a few days ago, that he 
could heat four rooms with about the same amount of coal that he had formerly 
burned in one parlor stove. Vours, ^^^^^^ WKLLS. 

Then This, Nf^KlfeJt^ft^HS^ce vthati aNRiftgAeb. i, 1S95. 
Messrs C. A. Voter & Co.: — It seems every point of merit has been 
covered in the " Winchester Hot Water Boiler." The Xo. 9 which you placed 
in this very cold house last fall, has proved to be very efficient and economical. 
It requires less care than my cooking range. We heat five rooms besides halls 
and bathroom. Have burned, up to February l, two and one-half tons of coal. 
I find also that I can hold the fire very low. without fear of losmg it, and the 
ashes are entirely free from half consumed coal. ], c^i )SS. 
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the largest size, ready to pipe off, in less than one-half hour's time. Vou will 
tind enclosed, letters from a few of our customers, which will give you a better 
idea than we can write of the general satisfaction the " Winchester Boilers " 
are giving in Xashua. Respectfully, 

C. A. VOTER & CO. 

We will hear from the Collins' families later: Dr. C. S. Collins, Xashua; II. 
W. Collins, Xashua. 



RHODE ISLAND, 



♦* Hot as Toast/' 

56 Benefit St., Providence, R. I., March 8, 1895. 
Messrs. James C. Conroy & Co. : — Am pleased to say that 

during the remarkable cold spell of February '95, your heater kept my house 
like toast. Yours, 

JOHX A. McLAUCillLIX. 

So Does Mr. Cole. 

Providence, R. I., Feb. 21, 1895. 
Messrs. Jas. C. Conway & Co.: — Gentlemen — We are much pleased 
with your " Winchester Steam Heater" that you recently put in our stores, and 
can cheerfully recommend it to others. GEORGE BRIDGE, Esq., 

Per Anson H. Cole. 

Mr. Grant Showed Good Judgment. 

Providence, R. I., Feb. 21, 1895. 
James Conroy & Co.:— near Sirs, — I am highly pleased with the 
" Winchester Boiler" in every respect. Before selecting it, I examined several 
other boilers, and I am very well satisfied with my selection. Vou may refer 
any one to me. Yours truly, 

JOIIX (iRAXT. 

Mr. Luther Joins Us in Recommending It. 

Providence, R. I., Feb. 20, 1895. 
Messrs. James C. Conroy & Co.: — Gentiemen, — The "Winchester 
Heater" you put in the house that I occupy is giving perfect satisfaction, and 
after the trial of the last two months, I can recommend it to others, and 
also say that it is the most simple and economical heater that has come to my 
knowledge. Yours respectfully, 

J. HEXKY LUTHER. 

Economical, Requires Little Attention. 

Providence, R. I., March 2, 1895. 
Messrs. J. C. Conroy & Co.:- Gentlemen,-The Xo. 8 "Winchester 
Steam Heater" you placed for me has proved more than I expected; heatmg 
my house during the late cold snap to eighty-two degrees, when the thermom- 
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eter outside was below zero. It is economical, self regulating, and requires 
little attention. Would cheerfully recommend it to any wanting a thorough 
heating plant. Respectfully, 

Economical and Quick Steaming. J- • ^'^ViXX. 

Prov^idence, R. I., February, 1895. 
Mr. A. A. McIntosh: — Dear Sir, — The Winchester Steam Heater" 
you put into my house last fall gives perfect satisfaction. I consider it a very 
economical and quick steaming boiler. It is easy to clean and take care of. I 
recommend it to the public as being as good, if not better, than any other 
boiler in the market. Respectfully, 

Economical and Easy to Ca^^e 9^0^^^^^"^^^^^^ 

Cor. Abbott & Knowles Sts., Providence, R. I. 
Mr. A. A. McIntosh: — Z>^«r -S/r, — The No. 8 "Winchester Steam 
Heater " which you put into my house last fall, is, in my opinion, simply fault- 
less. It heats my house of eight rooms splendidly. It is very easy to clean, 
and my wife and daughter take care of it without the least trouble. I consider 
it one of the most economical heaters in the market. 

Ease and Eco);8ifiV'/tfele Attention at'f^y^^de'iSg^.^^^ 

14 Page St., Providence, R. L, Feb. 25, 1895. 
Messrs. James C. Conroy & Co. : — Gentlemen, — I have to say, in re- 
gard to the No. 12 Winchester Steam Heater" put in my house by you, that 
it has given me the most entire satisfaction. It does its work with ease and 
economy, and requires but very little attention. The old style or system of 
heating is not to be compared with it for an instant. 

Yes. but IfXMm^ks been a ChillyJon^e. DULLER. 

Providence, R. I., Feb. 19, 1895. 
Mk.vsrs. James C. Conroy & Co.-. — Gentlemen,— I will cheerfully give 
you a testimonial in regard to the " Winchester Steam Boiler," which you have 
put into my new house in East Providence, and will say that I am perfectly 
satisfied with it, as far as I have gone. Of course I have only had it in this 
winter, but so far, it has given me perfect satisfaction, and if I was gomg to buy 
another steam heater, that is the one I should buy. 

Below Zero, House Eighty =four Above, Rea^^or'^oiirseif;^^ 

61 Peck St., Providence, R. I., Feb. 23, 1895. 
Messrs. James C. Conroy & Co.: ~ Gentlemen,— It affords me great 
pleasure to let you know that the " Winchester Steam Heaters " purchased 
from you this season, have proved all you recommended, and work to a chanii. 



During the bitter cold snap, when the thermometer registered below zero, it 
registered on first and second floors, also halls, doors to all rooms open, eighty- 
four degrees. It would not be doing justice to your neat and practical work- 
men, if I failed to mention how nicely the entire job looked when completed. 

Respectfully v:ours, WILLIAM II. WAITK. 

Ecoiromicaf, Compact, Neat. 

Providence, R. L, March 7, 1895. 
James C. Conroy & Co.: — GentUmeriy — I am pleased to say that the 
two boilers ("Winchester Steam Heaters"), you have recently placed in my 
house on Holden street, seem to promise every satisfaction. The one for the 
lower tenement works admirably in every respect ; the upper tenement boiler 
has not yst been fairly tested, but seems to promise as well as the other. Their 
compactness, neatness, small amount of coal used are desirable features, as 
well as their satisfactory heating. Yours faithfully, 

ERNEST GEO. WESLEY, Pastor Park Street Church. 
Foremost in Every Particular. 

Providence, R. I., Jan. 30, 1895. 
Messrs. Smith & Winchester Co.: — Gentlemen, — In answer to your 
inquiry in relation to my experience with the " Winchester Steam Heater," will 
say that I am highly pleased with it in every particular. It ranks foremost, in 
my opinion, as a low pressure generator. It is very simple and easy of erection 
and requires little care in management. The mode of cleaning is simple and 
easy. My customers, one and all, speak of it in the highest terms. I cheer- 
fully recommend it to those in need of a steam or hot water heater. 

^ Respectfully yours, . c-A- A. McIXTOSH. 

Front a Mart who has Used Fifty. 

Providence, R. L, Feb. 18, 1895. 
Messrs. Smith ^: Winchester Qo..— Gentlemen,— You have asked me 
to give my opinion of, and also my experience with the " Winchester Boilers," 
since I became acquainted with them. This I will most cheerfully do as I 
am simply infatuated with them. This may seem to be strong language, 
but when you realize that since last August, I have placed about forty of them 
including all sizes both steam and hot water, in the houses of my customers, 
and that I have yet to find one single instance of dissatisfaction, and when I 
remember also that the boilers can be set so rapidly (every part being syste- 
matically numbered, so that mistakes are almost impossible), and will respond 
almost immediately to the influence of the fire, owing to the simple and yet 
effective construction of the boilers ; the fire being entirely surrounded by 
water. They are doing all that you rate them, easily, and they can be procured 
at such reasonable prices. Is it any wonder then that I should be enthusiastic 
over them ? In my experience of about fifteen years, during which time I have 
placed hundreds of heating boilers, I would not ask for the agency of a boiler 
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that I did not consider held the foremost place in every respect, among the 
good boilers now on the market. 

The boilers are jewels in every sense of the word, and when properly set 
and piped, will insure you a friend in your customer, and prompt and satis- 
factory settlement of your bill. 

Vou have a friend in me, on account of the relationship which you bear to 
the *' Winchester Boilers," namely, manufacturers. Vou can not fail to make 
similar friends of your other agents, for the same reason. I will further guaran- 
tee that the " Winchester Boiler" when put in by a man who understands the 
business, will never fail to give satisfaction ; of course, a bad fitter can spoil the 
good working of this, as well as any other boiler; but even on a poorly con- 
structed job of piping, this boiler will work when others will fail. 

Yours very truly, JAMES C. CONROV & CO. 



CONNECTICUT. 



Economical; Working Beautifully. 

Stamford, Conn. 

Smith & W^inchester Co. : — 6'6V///t7;/^;/,— That No. 1 2 " Winchester 
we set up at Riverside is working beautifully. In fact, drying out a newly 
plastered house in this cold weather with very little coal. 

Yours truly, BRODERICK & TIIOMPSOX. 

Economical, Steams Quickly, Underrated. 

Manchester, Conn., Feb. 11, 1895. 
Smith & Winchester Co. Gc'Nt/efnen, — Uy experience with the 
"Winchester Steam Heater" has been extremely satisfactory. It is easily 
erected, and very economical as regards fuel, steams quickly, and is capable of 
heating more than you have rated it in your catalogue. 

Yours truly, FRED II. NORTON. 

Economical and Easy Regulated. 

Jewett City, Conn., March 11, 1S95. 
Mr. Benjamin M. Smith -. — Dear ^/>,— After the experience of the past 
winter, I state with pleasure that the " Winchester Steam Heater " has given 
entire satisfaction. Easily regulated and economical, it has been all that could 
be desired. Truly yours, 

JOHN HENNON. 
We are Pleased and Mr. Hayden Satisfied. 

Essex, Conn., Jan. 28, 1S95. 
Mr. F. II. Patrick. : — ^/>, — Your letter at hand. In regard to- 

the No. 12 "Winchester Heater" that I purchased of you, can say that it 
meets my expectations regarding heating, economy of fuel, and in every respect, 
1 am perfectly satisfied with it. 

Yours very truly, G. B. H.\YDEN. 



Able to Plaster in the Coldest Weather. 

Thomaston, Conn., March i6, 1895. 
Smith & Winchester Co.: — Gentlemen, — The No. 21 "Winchester 
Heater " put in my house by Messrs Walker & Carey, December last, has thus 
far given good satisfaction, having heated the whole house so that it was 
plastered during the coldest weather this winter. This was not a fair test, as 
the house has been open from cellar to attic, and the doors only roughly 
boarded up. Yours very truly, 

E. C. STOUGIITON. 

A Winchester will Do the Same for You. 

Manchester, Conn., Feb. 14, 1895. 

Smith & Winchester Co.: — Ge^ttlemen, — The "Winchester Steam 
Heater, No. 16," which your agent, Mr F. H. Norton, put in my house of ten 
rooms last fall, has given entire satisfaction. During the last week, with the 
thermometer fourteen and fifteen degrees below zero, we did not know what 
cold was in the house. 

I cheerfully recommend it as the quickest, most economical and best 
heater in use. Yours very truly, 

JAMES BURNS. 

Outside Ten Degrees Below, Inside Seventy =five Degrees Above — 
Reason, ** Winchester/' 

Ivoryton, Conn., Feb. 19, 1895. 
The Smith & Winchester (Zo.\— Gentlemen,— OxvW^^ 27th of Decem- 
ber, I placed one of your " Winchester Boilers " in my house, taking the plare 

of the . It works to my satisfaction, giving a uniform heat at almost 

any degree of temperature. During the cold snap of February, I maintained a 
uniform temperature of 75 degrees with the weather four to ten degrees below 
outside. A Good Boiler I Recommend It. 

Yours respectfully, THEO. F. ROSE. 

Seventy Degrees of Heat without a Pound of Pressure. 

WiNSTED, Conn., Jan. 28, 1895. 

Smith & Winchester. : — 6^tv//W//,— The No. 8 "Winchester Steam 
Boiler" that we erected for Mr. L. V. Pinney of Winsted on the loth day of 
December, 1894, has given the best of satisfaction ; it carries about 150 square 
feet of healing surface with much ease, the coldest days of this winter the 
steam gauge has not shown a pound of steam and it has been heat to seventy 
degrees. Mr Pinney is more than pleased with the heater. 

We would say that our experience with the heater has proven satisfactory, 
it is easy to erect, economical of fuel, quick to steam, and has given the best of 
satisfaction to our customers. 

Respectfully yours, DIBBLE & HURLBURT. 
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Three Reasons that Tell the Story. 

New London, Conn., March i, 1895. 

Messrs. Smith & Winchester: — Gents, — In reply to your letter of 
Jan. 22d, would say that our experience with the "Winchester Boiler" is, 
first, that we consider it can be set up in less time than any other heater 
on the market ; second, that it is the most economical heater with fuel on 
this earth today ; third, because it is beyond doubt as quick a steamer as 
there is on the market today. 

Its general efficiency has been satisfactory, and those who have them in 
our city have nothing but words of praise to say for them. 

Ver>' respectfully yours, MURRAY & MA HER. 

Read This, it Will Do You Good, 

Jewett Citv, Conn., Feb. 25, 1895. 
Smith & Winchester Co. : — Gentlemen,-- Please allow me to say, in 
behalf of the Winchester Boiler," the cold spell which has just passed has 
afforded a fine opportunity of testing the qualities of the " Winchester," and I 
am pleased to say that it has fulfilled all the requirements which make up a 
first class low pressure heating boiler. Furthermore, it has proved all you 
claim for it. There are a number of essential points in a boiler which it must 
have to succeed. The "Winchester" contains a good number. First, con- 
sumption of fuel; second, simple in construction; third, easy to manage, and 
many others which make up a first class boiler, and it is of my opinion the 
most economical and satisfactory apparatus in the market. I should be pleased 
to recommend the " Winchester" to any one contemplating buying a new heat- 
ing apparatus. Yours very truly, 

B. M. SMITH. 

Eight Degrees Below Outside, Seventy-four Degrees Inside, 

New Britain, Conn., Feb. 21, 1S95. 
S. H. Beard, Heating & Plumbing Co.: — Gtntiemen,~The "Win- 
chester Hot Water Heater" which you put in for us just before the arrival of 
the severely cold weather of the early part of this month, has already proved 
to be a successful heating apparatus, as our house was kept at an even tem- 
perature of about seventy-four degrees, when outside the thermometer regis- 
tered from zero to eight degrees below. We feel that the " Winchester " is to ' 
be perfectly satisfactory as a powerful heater and an economical fuel user, as 
well as being an easy furnace to manage. The features of the furnace, which 
make it such that it will last for a very long period without repairs, and the 
easy method of keeping clean the heating surface are excellent, and I feel at 
this writing that no mistake was made when the Smith & Winchester heating 
apparatus was placed in our cellars. Yours truly, 

E. R. BISHOP. 



60 



Mr. Beard Thinks as We All Do. 

New Britain, Conn., Feb. 21, 1895. 

Messrs. Smith «S: W ischester:— Genl/cmen, — It has occurred to me 
you would like to know our success with the " Winchester " thus far. The 
No. 16 Boiler sent us for examination, we set up on our floor, and on a very 
cold evening last December we had a call from a gentleman living in a two- 
family house where there was a " Florida " boiler set, and stated the heater 
had broken down and the water all run out and the house cold. Being after 
working hours, we could do nothing to relieve his family for the night, but to 
offer them some oil heaters. The first thing Saturday morning we sent men 
and took it down and found the bottom section broken, and there being no 
possibility of repairing it that day, I called upon the owner and told him the 
situation, and he inquired what we had on hand that could be put in, and we 
advised him to allow us to use this No. 16 " Winchester," same being about 
one and one-half inch smaller in the fire pot, which he said do, if we could 
guarantee capacity, and also get a fire before Sunday morning. I told him we 
would fire it up before I had my supper. We removed the old one to store, 
and set up the " Winchester," completed change of pipes, and started the fire 
at 6.35 P. M., and had steam in every radiator at 7 o'clock, when we went to 
supper. The satisfaction this has given had better be told by one using it, 
whose name is H. B. Lester, Superintendent New Britain Hardware Manufac- 
turing Company, whose letter is enclosed. We have sold a number these past 
few weeks and with flattering success in each case. My personal opinion of 
them is that for ease of handling, and setting up, arrangement of fire surface, 
the manner of construction makes them powerful, strong and durable beyond 
any other boiler to my knowledge, and I have been studying them for over 
twenty-three years. Respectfully, 

S. H. BEARD HEATING CO., 

S. H. Beard, Secretary. 
If You Read the One Above, Read This. 

New Britain, Conn., Feb. 21, 1895. 

S. H. Beard Co.: — Gentlcinen, — I take great pleasure in being able to 
state that the No. 16 " Winchester Steam Heater" put in by you some months 
ago is giving entke satisfaction, in fact, it seems impossible that so small a 
heater could heat a house of /x£/^/z/^ rooms through the two months just past, 
and it is a more remarkable thing that I have not had to force the fire. Me- 
chanically the heater is perfect, and the regulation all that anyone could desire; 
and as to care of same, any child of eight or ten years could take care of it 
without any trouble. Yours very truly, 

H. B. l^Y.^'TY.'K, Superintendent New Britain Hardware Co. 

Other parties >a Connecticut who use the "Winchester:" L. V. Pinney, 
Winsted; P. IT. Fitz Gerald, New London; Thos. Calahan, New London; 
Irwin N. Lyon, New London. 
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HERE, THERE AND EVERYWHERE. 



Economical in Cold Northern Vermont. 

St. Albans, Vt., Jan. 30, 1895. 
Smith & Winchksier Co.: — dutic-mefi, — The " Winchester Heater" 
purchased of you, and which I placed in my block, has proven eminently satis- 
factory. Its simplicity, ease of putting together and running, the comparative 
small amount of fuel required, and its quick steaming qualities, are more espec- 
ially commendable among its many other good qualities. Allow me to con- 
gratulate you in having succeeded in placing before the public such a reliable 
and efficient heater. Xery truly yours, 

C. II. WILEY. 

More than We Claim for Them. 

Ridge WOOD, X. J. 

Messrs. Smith & Win'CHESTER Co.: — Gentlemen, — In regard to my 
opinion and experience of the " Winchester Heaters," I am pleased to state that 
all the " Winchester Heaters " that I have purchased are giving the very best of 
satisfaction, and all the parties using them say that they do more than we claim 
for them, and I do not hesitate to say that I think they are the best and use the 
least coal of any heater on the market. I heartily recommend them to any one 
needing a heater. Very truly yours, 

T. S. COOPER. 
Our Western Customers Equally Pleased. 

Milwaukee, Wis., March 5, 1895. 
Messrs. Rundle & Spence Mfg. Co.: — Gefitlenien, — The " Winchester 
Boiler No. 12," placed in my store, has given perfect satisfaction this winter. 
It is very easy to erect, economical in use of fuel, and considered in every 
respect a verj' desirable line of heaters for the trade to handle. 

Respectfully, PHILIP H. MURPHY. 

«* Have, and are Giving, Excellent Satisfaction." 

Milwaukee, Wis., March 16, 1895. 
Messrs. Smith & Winchester Co.: — Gentlemen, — We are very much 
pleased to say that all of the " Winchester Boilers " we have sold, both steam 
and hot water, have, and are at the present time, giving excellent satisfaction. 

Yours truly, RUNDLE-SPENCE MFG. CO. 

♦* Economy in Fuel, Simple in Construction." 

Milwaukee, Wis., March i, 1S95. 
Messrs. Rundle & Spence Mfg. Co. : — 6^^-;///^///^;/,— The "Winchester 
Heater " put in my store this winter has given entire satisfaction, and as an 
economizer of fuel, and simplicity of construction, I highly recommend same. 

Respectfully, PHILIP II. MURPHY. 
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**Good Thing,'' Mr. Wild, Push it Along.** 

Milwaukee, Wis., March i8, 1895. 
Messrs. Smith & Winchester: — Dear Sirs, — Having used your 
" Winchester Steam and Hot Water Heaters " on several of our contracts, we 
must give them the highest praise. 

We have satisfied our customers beyond our expectation, and we shall con- 
tinue to push your boilers at all times. Yours respectfully, 

LIPPP:RT c^v: WILD. 
Even Our Foreign Friends Report Satisfaction. 

St. Pierre, Miquelon, March 18, 1895. 
Messrs. Smith & Winchester Co. : — Dear Sirs, — Mr. Deville, manager 
of the bank, St. Pierre, will write you in regard to his Heater. He is very 
much pleased with it, and I am also with the one that I have. 

I find the boiler too powerful for my work, if anything, but I burn very 
little coal. Your " Winchester Heater " is a perfect success, and we have no 
doubt but that a large number of them will be placed here. 

Yours very truly, F. CORDON & FILS. 

St. Pierre, Miquelon, March 18, 1895. 

Messrs. Smith & Winchester Co.: — Dear Sirs, — Messrs. Yve. F. 
Cordon &: Fils, of our town, established in December last, in our premises, a 
hot water apparatus of your system. No. 5. Since December 20th it has been 
in operation, and has given me the most complete satisfaction. It feeds six 
radiators in the first and second stories of our building, and takes the place of 
four anti-clinker stoves, giving greater heat, and consuming 40 per cent, less 
coal. I am happy to send you this testimonial letter, and remain, 

Yery truly yours, T. DEYILLE, 

Mgr. Banque des Ties, St. Pierre and Miquelon. 
If Interested in Coal Consumption Read This. 

Alkanv, N. Y., Nov. 5, 1894. 

Smith & Winchester Qo. . — Gentlemen, — Replying to yours of some 
time ago, I have neglected for the purpose of giving you something pleasing. 

I have given your heater a very severe test and find it fully equals all 
expectations. I have one radiator sixteen inches lower than the boiler and is 
the first one to heat. There are nine radiators in the house, 352 square feet, 
the smallest twelve and the largest sixty-eight square feet. 

The variation in the temperature of the water from the heater to the 
lowest radiator is scarcely three degrees. The temperature was raised from 
62 degrees to 200 degrees in twenty-three minutes, and the test I consider very 
satisfactory indeed. 

Coal consumed twenty-five pounds during test, which lasted ten hours. 
The consumption for twenty-four hours will be about fifty pounds. The 
heater is immense. Yours respectfully, STEBBINS 
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••Twenty-four \ car^ in liuMiiess. " W inchester the Best. 

Xkw RociiKi I I . \. Fcl). 13, i{^95. 
Messrs. Smith & Winchhstkr L'd. : — Gtutitrmcn^ — I'o whom it may 
concern: The "Winchester" is the best heater on the market, without 
a doubt. I have been in the business over twenty-five years, a.id have fountl 

n-'tl^inL' tM e'!M.il it. Krvp,-, tfiili\- nohtv. 

I><>\AH<H. 

The Last to Come, but Oh! Isn't it a Good One. 

Nkui-ori', Ky., March ji. 
LAlDLAW-DirxN-GoRDOK Co., Cincinnati, ( ). — Ct utlrm^n, — Thi 
.\ .. N \\ inchester Steam lioiler " we bought of you last fall has been verv 
satisfactory indeed. 

Although we have had considerable zero weather, we have heated o.*. 
house ftt-n rooms), verj' comfortably during the past winter, with ten tons of 
I*oc.«! il. which is chea]>er than wc ever heated a house before with 

aiiv ■ tfiiv. 

more remarkable from the fact that we took a smaller 
"lint nded, and connected to it 200 feet of radiation, 
feet more than ity, and used soft coal instead of anthracit i. 

The fill . .i>ily cleaned, and by cleaning them a little often. 

Il^ed Tocai very satisfactorily in place of hard coal. 

Vours ; I' M. \V( )( )JJJ.\ . 
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